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ABSTRACT 


This study was a continuation of previous investigations 
of the flow of dilute (25 WPPM) polymer (Polyox WSR-301) 
solutions about bluff bodies in the drag transition flow 
regime. Detailed measurements of turbulence intensity, and 
turbulence microscale were taken in the near wake region of 
a Circular cylinder for several degradation states of polymer 
flow. Additionally, the effects of polymer degradation upon 
hot-film anemometer operations were determined. The results 
of this study substantiated the determinations on turbulence 


indices in polymer flows which were previously reported. 
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I. INTRODUCTION 


A. ORIENTATION 

The subject of internal (pipe) flows of dilute polymer 
solutions has received a great deal of attention in the last 
decade. It is a well established fact that such polymer 
solutions exhibit larger flow rates than those of pure 
solvent (water) in analogous flow systems. Several authors 
have shown that the introduction of polymers into turbulent 
internal flow fields "suppresses" turbulence intensity 
throughout the flow [1-4]. More specifically, in pipe 
flows the polymer solution thickens the laminar sublayer 
and decreases the wall velocity gradient thus reducing the 
wall shear stress forces. Ultimately, larger flow rates 
result for polymer solutions under a pressure gradient 
equal to that existent in the pipe flow of a pure solvent. 
Thus the introduction of polymers leads to a SO eLad 
result by causing an internal flow field to become less 
turbulent. 

In stark contrast, considering an external flow about a 
bluff body, classical results show that the drag coefficient 
of the body will be reduced only if the flow field becomes 
more turbulent. Hence, if polymers are to have beneficial 
effects in external flows, they must somehow augment flow 
field turbulence. This anamolus behavior of polymers in 


solution, i.e., the enhancement of turbulence effects in 
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external flows, was the subject of three previous investi- 
gations. [5-7] at NPS. 

Sarpkaya and Rainey [5] studied the integrated effects 
of the flow of dilute polymer solutions about circular 
cylinders. In degraded polymer solutions, they noted a 
"premature" transition occurring at well defined flow con- 
@rtions. 

In tap water, this transition from a laminar to a tur- 
bulent state occurred at a specific Reynolds Number in 
accordance with classical results. The flow about the 
circular cylinders in a polymer solution experienced a 
characteristically similar transition but at a lower 
Reynolds Number. The polymer, in effect, acted like a 
tripping mechanism in the flow field. 

Kell [6] studied surface pressure fluctuations on a 
circular cylinder in polymer flow. From his results he 
concluded that fundamental vortex shedding frequencies were 
not altered in polymer solutions from those occurring in 
water at the same Reynolds Number. However, the amplitudes 
of the surface pressure fluctuations recorded were decreased 
throughout the entire range of the measured frequency spectra. 

Schimmels [7] investigated the intensities and the fre- 
quency spectra of turbulent polymer flows in the near wake 
region of a one-inch circular cylinder. He found that 
turbulence intensities in polymer flows were greatly 
enhanced in the wake core area compared to those recorded in 


tap water. In general, the enhancement was a function of 


14 





polymer degradation state and Reynolds Number. The polymer 
in solution acted to compress the cylinder wake core and to 


increase the turbulence intensities occurring therein. 


Be. OBJECTIVES OF THE EXPERIMENT 

The present study was concerned with measurements of 
turbulence intensity, turbulence microscale, and turbulence 
macroscale in the near wake region of a circular cylinder 
for several degradation states of polymer flow. The 
studies were conducted at the Reynolds Number range before, 
during and after the drag crisis region observed by Sarpkaya 
and Rainey [5]. Additionally, the effects of polymer addi- 
tives upon hot-film anemometer operations were investigated 


in detail. 


C. DEFINITION OF MEASURED QUANTITIES 
1. Turbulence Intensity 
Turbulence Intensity,I, is related to anemometer 


voltage readings in the following manner: 


where u' is the root-mean-square value of the fluctuating 

component of the flow velocity, U is the mean value of the 
flow velocity, V is the hot-film sensor D.C. level, e' is 

the root-mean-square value of the fluctuating component of 
the sensor signal, and Ue is the extrapolated zero pile 


value of the sensor voltage. This expression is developed 


RZ 





in detail in the Appendix. 
Turbulence relationships are derived from the fun- 


damental anemometer calibration equation: 


+ BVT 


where V is the voltage across the sensor, Vo LS theseseaar 


—2 —2 

' 0 
polated zero flow voltage and B is a constant, which is 
the slope of the calibration curve. In the present experi- 
ments, U was determined by a pitot-static arrangement 
consisting of a pressure tap in the test cylinder at the 
stagnation point and a static tap located five diameters 
upstream of the test cylinder in the sidewall of the test 
section. The experimenter was cognizant of the questionable 
use of a pitot-static tube for velocity measurements in 
non-Newtonian fluids [1-4]. However, the studies of Friehe 
and Schwarz [8] have shown that except for small tubes (on 
the order of one cm. diameter) no discrepancies arise in 
velocity measurements in polymer solutions using regular 
pilot-static arrangements. 

Thus, the velocities determined by the pilot-static 
test arrangement in calibration runs were assumed to be true. 
Hence the effects noted in these tests did indeed arise from 
hot-film sensor operations and not from pitot-static mea- 


surement discrepancies. 
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2. Turbulence Microscale . 

As described by Hinze [8], the turbulence microscale 
is a measure of the average dimension of the smallest eddies 
in a flow field. These smallest eddies are responsible for 
the dissipation of flow kinetic energy into heat. In the 
present studies, microscale profiles in tap water were com- 
pared to those of polymer solutions at various degradation 
states of the polymer solutions for a range of Reynolds 
Numbers. 

The equation defining the longitudinal turbulance 
microscale is developed by Hinze from relationships involving 


longitudinal correlation coefficient. 
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where de is defined as the longitudinal turbulence microscale, 
f is the longitudinal correlation coefficient, xy is a 
distance in the longitudinal direction, u' is the root-mean- 
square value of the fluctuating velocity and Uy is the 
fluctuating component of the velocity in the longitudinal 
direction. 

This last expression does not lend itself to easy 
experimental determination since the spatial gradient that 
appears is difficult to obtain. The interference effects 
of the sensor arrays necessary to accomplish the task pro- 


hibit accurate determinations. By making use of Taylor's 
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hypothesis, i.e., 3/at = -Ud/dx which implies that in a 
turbulent flow where U>>u, the turbulence pattern is swept 
along at the mean flow velocity, U, an interchange of 
Spatial and temporal derivatives can be affected. 


The relationship for longitudinal microscale thus 


becomes: 
2 
Pine ei ae 
ig ut ot 


In terms of sensor Signals the microscale expression 


takes the following form: 





where V is the D.C. level of sensor signal in volts, e' 
is the sea caren sane of the fluctuating component of the 
sensor Signal in volts, Vo is the voltage across the sensor 
at zero flow velocity, B is the sensor sensitivity, and 
(se | 1s OES Sees ane ce nets of the differentiated sensor 
Signal. A complete derivation of this equation is contained 
in the Appendix. This investigation was concerned only 
with longitudinal turbulence microscale measurement. 
3. Turbulence Macroscale 

The turbulence macroscale is a measure of the longest 

connection, or correlation, between the velocities at two 


points of the flow field [8]. 


iD 





Measurement of velocities at two points in the flow 
field requires sensors at both places. With this arrange- 
ment there is always the possibility of the upstream sensor 
affecting the flow past the aernic masa sensor. This fact, 
coupled with the trouble that was experienced with the hot- 
film sensor at the outset of this study resulted in an 
attempt to determine an Eulerian correlation which requires 
the operation of a single hot-film sensor. 

The relationship between the turbulence macroscale 
correlation and the Eulerian correlation is developed in the 
Appendix. The basis for the relationship is again that of 


Taylor's hypothesis [8]. 
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It. EQUIPMENT AND PROCEDURE 


i. EQUIPMENT 
1. Wes Water Tunnel 
The experiments were performed in the NPS water 
tunnel [5-7]. Minor alterations to effect more efficient 
deaerating were incorporated. 
2. Test Specimen 
A one inch diameter circular cylinder was used in all 
tests. The method of mounting the cylinder and the location 
of pitot-static pressure tap was unchanged from that 
reported in previous studies. 
3. Sensor and Sensor Support 
It was intended to utilize available Thermo Systems 
Incorporated (TST) conical hot-film sensors (Model 1231W) 
for all experiments. After two failures of this type sensor, 
a DISA conical sensor (Model 55A87) (Fig. 1) was introduced 
to measure the fluctuating and mean components of velocity 
in the longitudinal direction. The sensor support was a 
1/4 inch stainless steel tube with an integral brass 
splitter plate. The placement of the sensor in the test 
section was similar to that described by Schimmels [7]. 
The bulk of data was taken at the +. 25 X/D<“ post, awe «a; 
2 1/2 cylinder diameters downstream of the cylinder (Fig. 2). 
Additionally, a final check of turbulence intensity 


and turbulence microscale data was completed at the + 1.5 


1% 





X/D location in both tap water and polymer solutions for a 
Reynolds Number of 80,000 with a TSI (Model 1231W) conical 
hot-film sensor. 
4. Sensor Operations 

Each of the TSI sensors failed after calibration and 
water data runs. Their individual lifetimes were less than 
five hours each. The DISA sensor that was used to record 
the + 2.5 X/D data failed after 21 hours of operation. The 
sensors signaled impending failure in the following manner. 
First,the cold resistance of the sensor increased. A small 
increase in resistance is normal due to the hardening and 
aging of the sensitive platinum filament. However, a large 
increase in resistance over a short time span waS a sure 
indication that failure was imminent. 

With a constant overhead setting (nominally 1.05 
to 1.10), increasing sensor resistance caused a decline in 
sensitivity and frequency response. Unit frequency response 
was able to be reset by adjusting the bridge amplifier gain 
(trim) and feedback circuit components (stability) of the 
anemometer. However, a point was reached beyond which no 
amount of adjustment would result in an acceptable frequency 
response. The sensor was then judged to be no longer of 
any value and replacement was deemed necessary. 

Frequency response paral also be reset by increasing 
the sensor overheat ratio. However, this procedure merely 
quickened decay by increasing the heating of the sensor 


Filament. As a result of the foregoing considerations, a 
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fast check of the operational state of a unit was made by 
noting the sensor D.C. voltage under quiescent conditions. 
If this voltage did not remain within 0.1 volt from one 
run to another, a change in sensor activity was denoted since 
the temperature sensitivity of hot-film sensors is normally 
aeesane. 
5. Instrumentation 

Differential pressure measurements were recorded in 
the manner reported by Schimmels [7]. A TSI Constant Tem- 
perature-Type Anemometer (Model 1050) was operated with the 
two hot-film sensors utilized - a DISA (55A87) conical 
sensor and a TSI (1231W) right angle conical sensor. The 
anemometer unit was set at an overhead ratio of 1.05 to 
provide a response band of 0-2,000 Hz. The output of the 
anemometer was paralled to a Simpson digital voltmeter 
(Model 2700), a TSI RMS Voltmeter (Model 1060) with a ten 
second time constant, and a TSI Correlator (Model 1015C) 
which was used to differentiate the sensor signal with 
respect to time. The Simpson digital voltmeter provided 
the D.C. level of sensor signal; the TSI RMS voltmeter 
provided the RMS value of the fluctuating component. The 
TSI Correlator (in the differentiator mode) fed the differ- 
entiated sensor signal (multiplied by a one millisecond time 
constant) to. a second TSI RMS Voltmeter (Model 1060) for 
turbulence microscale determinations. The fluctuating 
Signal and the differentiated sensor signal were continuously 


monitored on a Téxtronics dual trace oscilloscope (Model 531). 
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A schematic of this system is presented ing. 2. 

Macroscale data was obtained by feeding the anemo- 
meter Signal to a Princeton Applied Research Corporation 
Model 101 Correlation Function Computer (hereafter referred 
to as the PAR Correlator). The PAR Correlator output was 
paralleled to the Textronics oscilloscope and a Hewlett- 
Packard Model 135 X-Y plotter (Fig. 3). 

In the fast readout mode the PAR Correlator displayed 
measured correlograms on the oscilloscope face. The oscillo- 
scope trace continued to grow in magnitude as long as the 
PAR Correlator remained in the fast readout mode. Thus, 
scope photography was unsatisfactory with slow speed film 
that required long exposure times. In all readout modes 
except the fast mode, the oscilloscope trace did not appear 
continuously but only as a pulse response when the PAR 
Correlator began a new sample. 

With the PAR Correlator in the slow or medium read- 
out mode the paecuner X-Y plotter was completely controlled 
by the PAR Correlator. In the slow readout mode, at the 
completion of a trace the pen returned to the abscissa and 
returned to the origin along this axis. At the origin, the 
pen deflected to an initial ordinate value and proceeded to 
plot another correlogram. In the medium readout mode the 
pen did not return on the abscissa but deflected upwards 
about half way through its return to the OrIGin. | olnee 
correlation displays were obtained more rapidly in the 


medium readout mode than in the slow readout mode, the 
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following procedure was established for recording correlograms. 
The medium readout mode was utilized until the pen was 
approximately 1/2 inch from the end of a correlogram trace. 

The slow readout mode was then switched in. Subsequently, 

the pen would trace out a base abscissa on its return and 

thus there was no need to closely align the pen prior to 


making a record. 


B. PROCEDURE 
1. $S$6lution Characteristics 
The degradation state of the polymer solution was 
characterized by the Percent Pipe Drag Reduction (PDR). 
The PDR represents the reduction of the drag in polymer 
solution from that of water in turbulent pipe flow. Opera- 
tion of the rheometer apparatus for determination of the 
degradation rary: the polymer (1.e. for calculation of 
the PDR value) was identical to that reported in earlier 
studies at NPS. Likewise, the Polyox WSR-301 polymer 
additive tas) dent ical to that used in these previous 
investigations. 
2 ee sepakaeton. Of Test fe laid 
The tap water in the tunnel (500 gallons) was filtered 
through a Cuno (Model PE 1B2) filter in excess of eight 
hours prior to adding any polymer. The tunnel level was 
then lowered to the mid point of the test section, with | 
the drawn-off filtered tunnel water being Asian an 


adjoining stainless steel storage tank. A slow flow through 
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the tunnel was then initiated. Dry polymer was slowly 
sprinkled into the flowing solvent downstream of the cylinder 
for approximately five minutes time to reduce any chance of 
Soagulation during mixing. The tunnel pump was then shut 
down. 

To reduce the amount of Sores air that the sub- 
sequent refilling procedure invariably introduced, the 
water from the storage tank was returned through the tunnel 
filter unit. A compromise between longer refilling times 
and the amount of entrained air was struck by adjusting the 
Supply valve to the filter unit to obtain about 15 psig 
head on the storage tank pump. 

A quick release shut-off valve was placed in the air 
bleed line at the downstream high point of the water tunnel. 
It was observed that concentrated polymer solution would be 
drawn into the air bleed line as the water tunnel was being 
refilled after the mixing procedure was completed. Closing 
the shut-off valve solved the problem. 

After the polymer had aged approximately 24 hours, 
the polymer solution was ready for testing. Entrained air 
was removed by opening the air bleed line valve and by 
starting and stopping the tunnel intermittently until the 
air was removed. 

3. Tunnel Characteristics 

Tunnel ‘Correction Factors were asmimenmeeamers the 

same manner as previously reported. They ranged in magni- 


tude from 1.0754.for high PDR values at an 80,000 Reynolds 


Ze 











— a: 
aA). => 


‘; —— ee >< 
a 


ee a a a 
oc = = a 
= Gam Ge Sm .ashas® 

~ ash 
==. Gar — ==> 4 a> == 
en ~~ Cama ma =) eee” 5 o@! 
[Sa «Ge pate 


— SS a SS -—aEE «<a ~ 















i a 
= —~- => <> <=> 
= = &— = => — > 
e ‘es —- © _ aa 
= — — 


Number to 1.044 for low PDR values at a 140,000 Reynolds 
Number. 

The tunnel coordinate axes used in the investigation 
are defined in Figure 4. 

4. Sensor Calibration as a Function of Pipe Drag 

Reduction 

A calibration curve was first obtained in filtered 
tap water. A polymer solution (25 WPPM) was then mixed and 
aged. Beginning with a high PDR and working down to lower 
PDR's calibration curves were obtained for several degra- 
dation state. 

5. Measurement of Turbulence Intensity and Turbulence 

Microscale 

Measurements of turbulence intensity and microscale 
values in water: flows and polymer flows in the wake of a 
one-inch diameter cylinder were recorded at Reynolds Numbers 
of 80,000, 100,000, 120,000 and 140,000. fTraverses of the 
flow field were made at downstream positions of +1.5 X/D 
and +2.5 X/D at 1l and 15 stations, respectively, between 
the +2.5 Y/DIAM and 0.0 Y/D locations. at each Y/D station 
Vv, e' and (SE) were recorded. The turbulence intensity and 
the turbulence microscale were computed and their profiles 
drawn by the NPS IBM 360 computer. 

Preliminary investigation disclosed that the profiles 
below the cylinder were symmetric and that additional travers- 
ing below the center line of the cylinder would not produce 


any more significant data. 
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The regular ordinate spacing in data taking was one- 
quarter inch. However, this spacing was reduced to one- 
eighth inch in areas of rapid change in sensor signal such 
as those occurring in the shear layer. 

6. Measurement of the Turbulence Macroscale 

Turbulence macroscale measurements were attempted 
at an X-Axis position of +2.5 X/D. Tap Water measurements 
were recorded at Reynolds Numbers of 80,000, 100,000, 120,000, 
and 120,000 at four Y/D locations ( +0.0, +0.5, +1.0 and 
+1.5 Y/D). Polymer solution measurements were likewise 
attempted at the same Y/D locations for a Reynolds Number 
of 80,000. Unfortunately the predominant periodic nature 
of the near wake region was undiminished even at the +2.5 
X/D station. Hence, no conclusive macroscale values were 
determined. Figure 40 is typical of the correlograms 


obtained. 
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IIIT. PRESENTATION OF DATA 


A. EVALUATION OF EXPERIMENTAL ERRORS 

Since the experimental apparatus utilized was, except 
for the sensor, identical to that reported by Schimmels [7], 
the experimental errors were determined to be of the same 
order of magnitude. For turbulence intensity determinations, 
the error equalled 3% outside the wake core and 6% within 
the wake core. The overall error in turbulence microscale 


determination reached 15% in value. 


B. CALIBRATION OF THE HOT-FILM SENSOR AS A FUNCTION OF 

POLYMER DEGRADATION 

The records obtained in the DISA and TSI hot-film cali- 
bration runs are presented in Figures 5 and 6. The curves 
for the various PDR's and the tap water curve all have the 
same slope in the case of the DISA sensor. The slopes of 
the various PDR's for the TSI sensor varied slightly, but 
Pivcaqisnt calculations involving an average slope are 
well within the degree of accuracy (10%) required for tur- 
bulence evaluations. In both cases, the highest PDR curve 
had a larger zero flow intercept than water. The subsequent 
lower PDR curves converge to that of water with the exception 
of the lowest PDR curve which fell below the water curve. 


The anamolus behavior of this last curve remains puzzling. 
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C. MEASUREMENT OF THE TURBULENCE INTENSITY AND THE 

TURBULENCE MICROSCALE 

Figures 7 through 14 present the intensity and micro- 
scale profiles in tap water and in selected polymer solution 
degradation states for each Reynolds Number tested. Figures 
15 through 25 present the microscale profiles of the respective 
polymer solution degradations states and tap water individually 
Since on the 80,000, 100,000, and 120,000 Reynolds Numbers 
composite graphs it becomes difficult to select an individual 
polymer solution degradation value. Figures 26 and 27 
present the intensity and microscale profiles of tap water 
and selected polymer solution degradations at the +1.5 X/D 
location at the 80,000 Reynolds Number. 

The general trend of the intensity profiles is the same 
as that reported by Schimmels [7]. 

At the +2.5 X/D station the width of the wake core is 
larger than that of the 1.5 X/D aa 1.0 X/D stations, indi- 
cating that the core region is still growing. However, 
the magnitudes of the turbulence intensities at this station, 
both within and outside the core ee, are within 103% of 
those reported at the previous locations. 

Outside the core, the turbulence intensities measured 
in polymer solution are suppressed below that of water for 
each Reynolds Number. Inside the core, just the opposite 
state of affairs exists, i.e., the turbulence intensities 


in polymer solutions are enhanced with respect to those in 
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water. For each Reynolds Number, a minimum intensity is 
reached at a certain PDR, generally around 20%, and for PDR's 
less than this value the intensity value snaps back toward 
that of tap water. 

The comparison between previously reported intensity 
data [7] and that obtained in this study at +1.5 X/D (Figs. 
28 through 37) was excellent. Outside the wake core the 
differences noted were less than 5% at any PDR value. 
Inside the wake core the difference in turbulence levels 
were less than 20%. Thus, even within wake core where 
turbulence intensities are of such a magnitude as to have 
no linear meaning, the correspondence between check runs 
is within nominal turbulence variances. Realizing that the 
sensor utilized in this study was ten time more sensitive 
than that used in previously recording data at this station 
{(7], this correspondence is even the more remarkable. 

The maxima in the turbulence microscale profiles can be 
considered quantitative indicators of wake core size. This 
tip of the "nose" of the profiles corresponds to the edge of 
wake, i.e., where spikes in intensity oscilloscope traces 
are otieed: This "nose" was seen to move to lower and 
lower Y/D values as the polymer solutions degraded. When 
viewed at a specific Y/D value the polymer solution curves 
indicated that large reductions in microscale - aporoncniiae 
80% in some cases occur. When viewed "nose-to-nose", i.e., 


in a manner using the edges of the wake cores observed both 
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in tap water and polymer solutions as reference points, 
(Figs. 38 and 39) the reduction in microscale is realized 
as being consistent in character throughout the flow field 


behind the cylinder. 
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IV. DISCUSSION OF RESULTS AND CONCLUSIONS 


A. SENSOR CALIBRATION AS A FUNCTION OF POLYMER DEGRADATION 
The calibration curves for the two hot-film sensors 
obtained indicated that the effects of degradation (PDR 
value) of a dilute polymer solution (25 WPPM) on turbulence 
measurements are not Significant. It was noted that the 
slopes af the calibration curves evidenced were nearly 
equal and that the zero flow voltage value converged to 
that of water (except for the lowest PDR) as the polymer 
solution degraded. Maximum differences between intensity 
values and microscale values calculated using both average 
and exact values of slopes and zero flow voltages were 
evaluated to be 3% and 7% respectively. cif difference 
in reported turbulence values of 10% are acceptable, the 
effects of degradation upon sensor operations are realized 


aS being negligible. 


B. TURBULENCE INTENSITY MEASUREMENTS 

A complete verification of turbulence intensity mea- 
surements in the wake flow of dilute polymer solutions 
about a circular cylinder has been accomplished using 
Beucoma that varied In Sensitivity by a £actor of ten. 
Differences in turbulence intensity obtained were less than 
59% outside the wake core for any particular degradation 
State of polymer. Inside the wake core the maximum evaluated 


difference was 20%. Moreover, the overall character of all 


29 








of the intensity profiles measured by these vastly different 
sensors was remarkably consistent. This leads to a high 


confidence level in the turbulence measurements reported. 


C. TURBULENCE MICROSCALE MEASUREMENTS 

The maximum value of the turbulence microscale profile 
was determined to be an indication of the location of the 
edge of the cylinder wake core. Thus, using this criterion, 
the compression of the cylinder wake by the addition of 
polymers can be more accurately portrayed. Reductions of 
microscale values approaching 80% in magnitude have been 
noted in this regard. Another comparison of polymer effects 
upon turbulence indicies can be affected by aligning the 
tips of the microscale profiles as reference points. When 
compared in this manner the microscale profiles show that 
the water and polymer flows are, except for the decreased 
amplitudes, existent in the polymer solutions, quite similar 


in overall characteristics. 
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APPENDIX 
Turbulance Intensity Relationship 
From the calibration equation 


v? = ve ee 4) 


differentiating with respect to time gives 





5 wv 
ate , iy 
Letting: = e ; = by ee 
Then 
Bu 
2VeF=—_—— 
2/ U 
or 
u 4xvVxe 
VU B 


Multiplying both sides of this equation by 28 gives: 
U 


1 4x V xe 
U B/U 
From the calibration equation 
0 
Therefore 
A... § ae xe 
u (v2 - ve) 


ei 





and 


Tw (7° - v4) 
where: 
V = D.C. Level of sensor signal. 

e' = RMS of the fluctuating component of sensor 
Signal. 

Vo = Extrapolated value of the zero flow sensor D.C. 
level. 

+: Turbulence Intensity (%) 
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. Turbulence Microscale Relationship 


From Hinze, the turbulence microscale is defined by the 


relation: 
2 . we du 
12 2 OX : 
£ u 
Applying Taylor's Hypothesis, a = -U _ , in this equation 
give: _ 
2 
2 . 1 f9u (1) 
2 52 ul? dt 
1 
Rearranging and solving for he yields 
en ' TT 
Ag = v2 u im ve uu (2) 
au\* du} 
dt ot 


Using the equation derived for Turbulence Intensity 


and multiplying by uw? gives: 
—_— 
ui T= es 2 (3) 
(V" - Vo) 


Differentiating the Fluctuation Equation 








with respect to time yields: 


du 1 __4V_ de 
ec 8 wrevsy a 
du, ' 4xVxU_ ,de 
peste ecetea - 
(V A 


Substituting equations (3) and (4) into equation (2) gives: 

47 07 

c= ¥ 

47 U (ae) ’ 
22 2 


(V" - Vo) 


_ 2a0r e' 
a. oe 


(ae) 
dt 
From the calibration equation 


(77 - V 


Thus 


my) 2). ae 
(2 (= Vo)" e ant 





where: 


RMS value of the fluctuating component [volts]. 


O 
ll 


<I 
ll 


D.C. level of sensor signal [volts]. 


< 
ll 


The extrapolated value of the zero flow sensor 


[volts]. 
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(de, = RMS value of the differentiated sensor 
che Sieoree MOLES, 
J Sec ~~ 
B = The slope of the sensor calibration curve 
volts” 
Pate 
sec 
A4~ = Turbulence Microscale [ft]. 
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Measurement of Turbulence Macroscale 


From Hinze, the Turbulence Macroscale is defined by the 


relation 


where 


where f(x) = ee 


u! 


is the longitudinal correlation 


coefficient. Incorporating Taylor's Hypothesis gives 


£(x) = R, (7) 





WC ae) 
i 


u' 


where R,(T) = is the Eulerian time 


correlation coefficient. 
A relation between space and time follows from the 
incorporation of Taylor's Hypothesis into this development. 


Thus: 


© 


Hence, A, = of. Rp(t) d(t). 


It follows that a measurement of the temporal autocorre- 
lation of a sensor signal, R(t), can yield a value for 


turbulence macroscale. 
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A typical correlogram for decaying turbulence is por- 


trayed below: 


Re @ 


via vc 


co 
An evaluation of the integral A =f R,(t)dt can be accomplished 
0 


with a planimeter from this trace after a suitable 1-0 
value has been selected upon the record. Multiplication 
of this integral value by the mean flow velocity yields the 
longitudinal macroscale value, 1.ée., A, == eae Rp (t) is 
dimensionless whereas T has the units of time. Hence the 
value of the integral, A, has the dimension of a Since 
this integral value, A, is multiplied by the mean velocity, 
y 


mw to yield the value of the macroscale, A, is seen to have 


f 
the units of length. 
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FIGURE 1: DISA CONICAL HOT-FILM SENSOR 
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MICROSCALE OF TURBULENCE PROFILES FOR TAP WATER 
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MICROSCALE OF TURBULENCE PROFILES FOR TAP WATER 
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RE = 120,000; X/D = 2.5 
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FIGURE 26: TURBULENCE INTENSITY PROFILES FOR TAP WATER 
AND 25 WPPM POLYMER SOLUTIONS; VARIOUS PDR’S; 
mm CO N@CO; X/De= 1.5 
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FIGURE 28: TURBULENCE INTENSITY PROFILES FOR TAP WATER 
AND 25 WPPM POLYMER SOLUTIONS; 75% PDR; 
RE = 80,000; X/D = 1.5 
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SCHIMMELS' TURBULENCE INTENSITY PROFILES FOR 
TAP WATER AND 25 WPPM POLYMER SOLUTIONS; 702 
PDR; RE = 80,000; X/D = 1.5 
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FIGURE 30: TURBULENCE INTENSITY PROFILES FOR TAP WATER 


AND 25 WPPM POLYMER SOLUTIONS; 66% PDR; 
RE = 80,000; X/D = 1.5 
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SCHIMMELS' TURBULENCE INTENSITY PROFILES FOR 
‘TAP WATER AND 25 WPPM POLYMER SOLUTIONS; 57% PDR; 
RE = 80,000; X/D = 1.5 
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TURBULENCE INTENSITY PROFILES FOR TAP WATER AND 
25 WPPM POLYMER SOLUTIONS; 40% PDR; 
RE = 80,000; X/D = 1.5 
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SCHIMMELS* TURBULENCE INTENSITY PROFILES FOR 
TAP WATER AND 25 WPPM POLYMER SOLUTIONS; 
38% PDR; RE = 80,000; X/D = 1.5 
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FIGURE 34: TURBULENCE INTENSITY PROFILES FOR TAP WATER 
AND 25 WPPM POLYMER SOLUTIONS; 20% PDR; 
RE = 80,000; X/D = 1.5 
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FIGURE 36: TURBULENCE INTENSITY PROFILES FOR TAP WATER 
AND 25 WPPM POLYMER SOLUTIONS; 23 PDR; 
RE = 80,000; X/D =1.5 
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FIGURE 39: MICROSCALE OF TURBULENCE PROFILES WITH THE MAXI- 
MUM VALUES ALIGNED AS THE REFERENCE POINT; 
RE = 140,000; X/D = 2.5 
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